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¢ - NATIONAL FOREIGN INTELLIGENCE BOARD 
: _ NFIC/NFIB-1.1/104 
15 January 1982 
. MEMORANDUM FOR NATIONAL, FOREIGN INTELLIGENCE COUNCIL 
FROM ee : Walter Elder : 
- Executive Secretary s 


SuBJECT ie s NFIC Principals Cte ee ee ee 


: 1. Attached for eur information please f Find é a roster of NIC 
PTD ans 


: 2. This roster will be ray ieea as necessary, and circulated on © caste a 
the ‘Sth of each month. 5 hae eae ae ee I 


3. Please advise me Executive ® Secretary of Ee enarcs in both principals 
and alternates. Z 92 Lage 


ng coe : ee 4 : Ps | . - 


WALTER ELDER | 


Attachment 
As Stated t 
A : 
7 nae ao 


25X11. 


Members 


Room 4026, J. E. Hoover as f 
Dr. John B.K. LaBarre 


-. Special Assistant to the Secretary (National 


‘Room 4326, Main Treasury Building 
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Chairman 2 
“Ll 8 ~ 25%)", 
Mr. William J. Casey a oS Moe 
Director of Central Intelligence : eRe ee 
Room 345, OEOB oe 
Room 7060, CIA Headquarters 


Vice Chairman ‘oe 


Admiral BR. Inman, U.S. Navy 
Deputy Director of Central Intelligence 
Room qDeOlts CIA spire clicks 


‘Mr. John N. McMahon 


Executive Director, Central Intell igence Agency BO Sees 
Room 7055, CIA Headquarters 7 bs 


Mr. Hugh Montgomery 


Director of Intelligence aid Research — 
Room 6531, Department of State 


Lieutenant General James A. Williams, U. S. PEM, 
Director, Defense qnbenl saenee: Agency 
Room 3E258, Pentagon ~ 


Lieutenant General Lincoln D. Faurer, U.S. Air F 
Director, National Security Agency 
Room 9A197, Fort George G. ‘Meade, Md. 


25351 


Mr. Edward J. O'Malley 
Assistant Director, Intelligence Division 
Federal Bureau of Investigation _ 


Acting Deputy Assistant Secneeani’ for 
International Intelligence Analysis 

Room 70034, Forrestal Bldg., Department of Energ 

Mr. J. Foster Collins © 


Security) 
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: _ Mr. Edward C. Aldridge, Jr. 
_ Under Secretary of the Air Force 
¢. Room 4E886, Pentagon 


Brigadier General William E. Odom, U.S. Army 
' Assistant Chief of Staff for hh 
Department of the Army 4 
‘ Room 2E464, Pentagon 


Rear Admiral Sumner Shapiro, U. S. avy 
Director of Naval Intelligence 
Department of the Navy | 

Room 5C600, Pemtagon:, 


. Major General John B. eae U.S. Air Force 
Assistant Chief of Staff for Intelligence 
Department of the Air Force 
Room 4A932, Pentagon 


Brigadier General Harry T. Hagaman, U.S. Marine wOrps 
Director of Intelligence 

Headquarters, U.S. Marine Corps 

Room 2117, Navy Annex 

Washington, D.C. 20380 


Mr. Donald Gregg 7 
; Representative for the Aesistant to the 
<« __ President for National Security Affairs 
Room 300, OE0B | 


General Richard G. Stilwell, U. S. ay (Ret.) 

. Deputy Under Secretary of Defense Tor Policy 
Room 26812, peneagon 
Mr. Richard K. Willard _ = 
Counsel for Intelligence Policy . 
Office of Intelligence Policy and Review 

. Room 4309, Main Justice, pepe renone of Justice 


Mr. Sherman E. Unger | 
General Counsel. 
Room 5870, Department of Commerce 


Executive Secretariat 
Mr. Walter Elder 


Executive Secretary, NFIC 
«Room 5S09, Community Headquarters Building 


